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A 
Abnormalities 
Prosthetic alternative treatment for choanal atresia: a clinical 
report (Hickey and Vergo). 2000;83:456-8 
Abutments 
Creating a vertical stop for interocclusal records (Sato et al 
2000;83:582-5 
Effect of an antirotation resistance form on screw loosening for 
single implant-supported crowns (Abovoussef et al). 2000; 
83:450-5 
Effects of abutment size and luting cement type on the uniaxial 
retention force of implant supp wted crowns (Covey et al 
2000;83:344-8 
In vitro evaluation of the strength of the conical implant-to 
abutment joint in two commercially available implant systems 
Norton ). 2000;83:567-71 
Marginal fit of metal ceramic restorations subjected to a stan 
ized postsoldering technique (Mejia and Tobon). 2000; 
83:535-9 
New impression system for ITI solid abutment cementable 
restoration ( Kaiser and Jones). 2000;83:276-8 
Academy of Prosthodontics 
Che Academy of Prosthodontics—founded in 1918. 2000;83:1 
4 
Acid etching 
tched porcelain veneer restoration of a primary tooth: a clinical 
report (Aristidis). 2000;83:504-7 
Acrylic resins 
Clear acrylic resin device for orientation and placement of a small 
facial prosthesis (Mekayarajjananonth et al). 2000;83:656-9 
Locking acrylic resin dental stent for image-guided surgery (Fen 
lon et al). 2000;83:482-5 
litied technique for retrabrication of cast posts and cores 
Sabbak ). 2000;83:686-7 
Adhesion, bacterial; see Bacterial adhesion 
Adhesives 
Clear acrylic resin device for orientation and placement of a small 
facial prosthesis (Mekayarajjananonth et al). 2000;83:656-9 
In vitro comparison of master cast accuracy for single-tooth 
implant replacement ( Vigolo et al). 2000;83:562-6 
Shear bond strengths of polymethyl methacrylate to cast titani 
um and cobalt-chromium frameworks using five metal 
primers (Ohkubo et al). 2000;83:50-7 
Age 
Analysis of occlusal variables, dental attrition, and age for distin 
guishing healthy controls from female patients with intracap 
sular temporomandibular disorders (Seligman and Pullinger 
2000;83:76-82 
Allogenous transplantation; see Transplantation, homologous 
Alloys 
Accurate procedure for simultaneous registration of gingival 
emergence profile and maximal intercuspal position for metal 
ceramic restorations (Tu 2000;83:681-5 
Biocompatibility of dental casting alloys: a review (Wataha 
2000;83:223-34 
Clinical evaluation of resin-bonded gold alloy veneers (Chana et 
al). 2000;83:294-300 
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Fit of titanium and a base metal alloy metal-ceramic crown (Orug 
and Tulunoglu ). 2000;83:314-8 
Alumina core 
Effects of surface treatments on shear bond strengths between a 
resin cement and an alumina core (Madani et al). 2000; 
83:644-7 
Aluminum oxide 
Shear bond strength of resin luting cement to glass-infiltrated 
porous aluminum oxide cores (Sen et al). 2000;83:210-5 
Alveolar ridge augmentation 
Soft tissue correction of a single tooth pontic space: a compara 
tive quantitative volume assessment (Studer et al). 2000;83 
402-11 
American Academy of Esthetic Dentistry 
The American Academy of Esthetic Dentistry 
1975. 2000;83:492-4 
American Academy of Fixed Prosthodontics 
American Academy of Fixed Prosthodontics—founded in 1952 
2000;83:127-9 
American Academy of Maxillofacial Prosthetics 


founded in 


American Academy of Maxillofacial Prosthetics—founded in 
1953. 2000;83:260-2 
American Academy of Restorative Dentistry 
American Academy of Restorative Dentistry—founded in 1921 
2000;83:130-2 
American Equilibration Socicty 
American Equilibration Society—founded in 1955. 2000;83 
263-5 
American Prosthodontic Society 
American Prosthodontic Society—founded in 1928. 2000;83:5-7 
Amyotrophic lateral sclerosis 
Use of palatal lift and palatal augmentation prostheses to 
improve dysarthria in patients with amyotrophic lateral scle 
rosis: a case series ( Esposito et al). 2000;83:90-8 
Articulators 
Overview of articulation materials and methods for the prostho 
dontic patient (Dixon). 2000;83:235-47 
Association of Prosthodontists of Canada 
The Association of Prosthodontists of Canada—founded in 
1973. 2000;83:489-9] 
Attrition; see Tooth abrasion 
Awards and prizes 
Impression procedure for creating a partial auricular prosthesis 
Kubon et al). 2000;83:648-51 


B 
Bacterial adhesion 
Effect of surface roughness of porcelain on adhesion of bacteria 
and their synthesizing glucans ( Kawai et al). 2000;83:664-7 
Bicuspid; see Premolar 
Biocompatible materials 
Biocompatibility of dental casting alloys: a review (Wataha 
2000;83:223-34 
Biostereometrics 
Soft tissue correction of a single-tooth pontic space: a comparative 
quantitative volume assessment (Studer et al). 2000;83: 402-11 
Bleaching 
Bleaching and temporomandibular disorder using a half tray 
design: a clinical report (Robinson and Haywood). 2000;83 
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Bond strength 

Comparative study of water sorption, solubility, and tensile bond 
strength of two soft lining materials (El-Hadary and Drum- 
mond ). 2000;83:356-61 

Effects of surface treatments on shear bond strengths between a 
resin cement and an alumina core (Madani et al). 2000; 
83:644-7 

Pilot study of conditioner/primer effects on resin-dentin bond 
ing after provisional cement contamination using SEM, ener- 
gy dispersive x-ray spectroscopy, and bond strength evalua 
tion measures (Watanabe et al). 2000;83:349-55 

Resin shear bond strength to porcelain and a base metal alloy 
using two polymerization schemes (Tulunoglu and Bey- 
demir). 2000;83:181-6 

Shear bond strength of resin luting cement to glass-infiltrated 
porous aluminum oxide cores (Sen et al). 2000;83:210-5 

Shear bond strengths of polymethyl methacrylate to cast titani- 
um and cobalt-chromium frameworks using five metal 
primers (Ohkubo et al). 2000;83:50-7 

Bonding 

Clinical evaluation of resin-bonded gold alloy veneers (Chana et 

al). 2000;83:294-300 


Evaluation of the dimensional changes and surtace roughness of 


gold crowns cast with rapidly prepared phosphate-bonded 
investment: a pilot study (Blackman). 2000;83:187-93 
Fixed partial dentures combining both resin-bonded and con- 
ventional retainers: a clinical report (Chaffee and Cooper) 
2000;83:272-5 
Influence of design and mode of loading on the fracture strength 
of all-ceramic resin-bonded fixed partial dentures: an in vitro 
study in a dual-axis chewing simulator (Koutavas et al). 
2000;83:540-7 
Pilot study of conditioner/primer effects on resin-dentin bond- 
ing after provisional cement contamination using SEM, ener- 
gy dispersive x-ray spectroscopy, and bond strength evalua- 
tion measures (Watanabe et al). 2000;83:349-55 
Shade selection for resin-bonded fixed partial dentures (Sato and 
Kubo). 2000;83:528-9 
Bone height 
Radiographic stent for a quick and precise bone height analysis 
Bennani and Serre). 2000;83:480-1 
Bone screws 
Effect of an antirotation resistance form on screw loosening for sin- 
gle implant-supported crowns (Aboyoussef et al). 2000;83:450-5 
Theoretical cantilever lengths versus clinical variables in fifty-five 
clinical cases (McAlarney and Stavropoulos). 2000;83:332-43 
Use of orthodontic expansion screw in fabricating section cus- 
tom trays ( Mirfazaelian). 2000;83:474-5 
Bone transplantation 
Autogenous and allogenous bone grafting techniques to maxi- 
mize esthetics: a clinical report (El-Askary and Pipco). 2000; 
83:153-7 
Boucher, Carl O. 
Carl O. Boucher Prosthodontic Conference—founded in 1966. 
2000;83:38 1-2 
Buffers 
In vitro dentinal surface reaction of 9.5% buffered hydrofluoric 
acid in repair of ceramic restorations: a scanning electron 


microscopic investigation (Szep et al). 2000;83:668-74 


Cc 
Calcium sulfate 
Study of the physical properties of type IV gypsum, resin-contain- 
ing, and epoxy die materials (Duke et al). 2000;83:466-73 
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Canada 
The Association of Prosthodontists of Canada—founded in 
1973. 2000;83:489-91 
Canadian Academy of Restorative Dentistry and Prosthodon- 
tics—founded in 1993. 2000;83:379-80 
Canadian Academy of Restorative Dentistry and Prosthodon- 
tics 
Canadian Academy of Restorative Dentistry and Prosthodon 
tics—founded in 1993. 2000;83:379-80 
Cancrum oris; see Noma 
Cantilever 
Theoretical cantilever lengths versus clinical variables in fifty-five 
clinical cases (McAlarney and Stavropoulos). 2000;83:332-43 
Carl O. Boucher Prosthodontic Conference 
Carl O. Boucher Prosthodontic Conference—founded in 1966. 
2000;83:381-2 
Casting investment 
Biocompatibility of dental casting alloys: a review (Wataha). 
2000;83:223-34 
Casting technique 
Evaluation of the dimensional changes and surface roughness of 
gold crowns cast with rapidly prepared phosphate-bonded 
investment: a pilot study (Blackman ). 2000;83:187-93 
In vitro comparison of master cast accuracy for single-tooth 
implant replacement (Vigolo et ai). 2000;83:562-6 
Implant position record and implant position cast: minimizing 
errors, procedures and patient visits in the fabrication of the 
milled-bar prosthesis (Hebel et al). 2000;83:107-16 
Impression procedure for creating a partial auricular prosthesis 
(Kubon et al). 2000;83:648-51 
Marginal fit of nickel-chromium copings before and after inter- 
nal adjustments with duplicated stone dies and disclosing 
agent ( Ushiwata et al). 2000;83:634-43 
Method for marginal measurements of restorations: accessory 
device for Toolmakers microscope (Ushiwata and Vieira de 
Moraes). 2000;83:362-6 
New approach for making accurate cross sections of casts (Ree- 
son and Fairbrother). 2000;83:367-70 
Simplified method for making a soft tissue mask for a working 
cast (Chaimattayompol ). 2000;83:117-8 
Simplified technique for refrabrication of cast posts and cores 
Sabbak). 2000;83:686-7 
Study of the physical properties of type IV gypsum, resin-con- 
taining, and epoxy die materials (Duke et al). 2000;83:466- 
73 
Cements 
Effect of dentin desensitizers and cementing agents on retention 
of full crowns using standardized crown preparations (Yim et 
al). 2000;83:459-65 
Effects of abutment size and luting cement type on the uniaxial 
retention force of implant-supported crowns (Covey et al). 
2000;83:344-8 
Effects of surface treatments on shear bond strengths between a 
resin cement and an alumina core (Madani et al). 2000; 
83:644-7 
Fracture toughness of resin-based luting cements (Knobloch et 
al). 2000;83:204-9 
Influence of ceramic and cement thickness on the masking of 
various types of opaque posts (Vichi et al). 2000;83:412-7 
Long-term clinical results of galvano-ceramic and glass-ceramic 
individual crowns (Erpenstein et al). 2000;83:530-4 
New impression system for ITI solid abutment cementable 
restoration (Kaiser and Jones). 2000;83:276-8 
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Pilot study of conditioner/primer effects on resin-dentin bond 
ing after provisional cement contamination using SEM, ener 
gy dispersive x-ray spectroscopy, and bond strength evalua- 
tion measures (Watanabe et al). 2000;83:349-55 

Shear bond strength of resin luting cement to glass-infiltrated 
porous aluminum oxide cores (Sen et al). 2000;83:210-5 

Centric relation 

Mandibular centricity: centric relation (Becker et al). 2000;83: 
158-60 

Overview of articulation materials and methods for the prostho 
dontic patient (Dixon). 2000;83:235-47 

Ceramics 

Accurate procedure for simultaneous registration of gingival 
emergence profile and maximal intercuspal position for metal 
ceramic restorations (Tung et al). 2000;83:681-5 

Clinical assessment of high-strength all-ceramic crowns (Hasel- 
ton et al). 2000;83:396-401 

Fit of titanium and a base metal alloy metal-ceramic crown (Oruc 
and Tulunoglu ). 2000;83:314-8 

Fracture load and mode of failure of ceramic veneers with differ 
ent preparations (Castelnuovo et al). 2000;83:171-80 

In vitro dentinal surface reaction of 9.5% buffered hydrofluoric 
acid in repair of ceramic restorations: a scanning electron 


microscopic investigation (Szep et al). 2000;83:668-74 


Influence of ceramic and cement thickness on the masking of 


various types of opaque posts (Vichi et al). 2000;83:412-7 

Influence of design and mode of loading on the fracture strength 
of all-ceramic resin-bonded fixed partial dentures: an in vitro 
study in a dual-axis chewing simulator (Koutayas et al). 
2000;83:540-7 

Long-term clinical results of galvano-ceramic and glass-ceramic 
individual crowns (Erpenstein et al). 2000;83:530-4 

Marginal fit of metal ceramic restorations subjected to a stan 
dardized postsoldering technique (Mejia and Tobon). 2000; 
83:535-9 

Resin shear bond strength to porcelain and a base metal alloy 
using two polymerization schemes (Tulunoglu and Bey- 
demir). 2000;83:181-6 

Retention of a core material supported by three post head 
designs (Cohen et al). 2000;83:624-8 

Shear bond strength of resin luting cement to glass-infiltrated 
porous aluminum oxide cores (Sen et al). 2000;83:210-5 


Survival of In-Ceram crowns in a private practice: a prospective 
clinical trial (McLaren and White). 2000;83:216-22 
Chewing; see Mastication 
Child 
Simple procedure for mouth guard identification for school-aged 
children (Reeson and Jepson). 2000;83:688-9 
Choanal atresia 


Prosthetic alternative treatment for choanal atresia: a clinical 
report (Hickey and Vergo). 2000;83:456-8 
Chromium 
Marginal fit of nickel-chromium copings before and after inter- 
nal adjustments with duplicated stone dies and disclosing 
agent ( Ushiwata et al). 2000;83:634-43 
Shear bond strengths of polymethyl methacrylate to cast titani 
um and cobalt-chromium frameworks using five metal 
primers (Ohkubo et al). 2000;83:50-7 
Clasps 
Proximal plate in conventional circumferential cast clasp reten- 
tion (Sato and Hosokawa). 2000;83:319-22 
Clips 


Simplitied procedure for replacement of retentive clips in a bar- 
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retained implant overdenture (Welsh and Bissell). 2000;83 
586-8 
Cobalt 
Shear bond strengths of polymethyl methacrylate to cast titani 
um and cobalt-chromium frameworks using five metal 
primers (Ohkubo et al). 2000;83:50-7 
Color 
Color and translucency of in vivo natural central incisors 
Hasegawa et al). 2000;83:418-23 
Color stability of new-generation indirect resins for prosthodon 
tic application (Douglas). 2000;83:166-70 
Influence of ceramic and cement thickness on the masking of 
various types of opaque posts (Vichi et al). 2000;83:412-7 
Shade selection for resin-bonded fixed partial dentures (Sato and 
Kubo). 2000;83:528-9 
Composite resins 
Fracture toughness of resin-based luting cements (Knobloch et 
al). 2000;83:204-9 
Hardness of celluloid strip-finished or polished composite sur 
faces with time (Park et al). 2000;83:660-3 
Margin adaptation of indirect composite inlays fabricated on 
flexible dies (Price and Gerrow). 2000;83:306-13 
Tooth wear treated with direct composite restorations at an 
increased vertical dimension: results at 30 months (Hem 
mings et al). 2000;83:287-93 
Computed tomography; see Tomography, x-ray computed 
Contamination 
Inversion of gloves to prevent contamination (Keesee et al) 
2000;83:691 
Pilot study of conditioner/primer effects on resin-dentin bond 
ing after provisional cement contamination using SEM, ener 
gy dispersive x-ray spectroscopy, and bond strength evalua 
tion measures (Watanabe et al). 2000;83:349-55 
Copings 
Chairside fabrication of provisional implant-supported prosthesis 
using impression copings (Chaimattayompol ). 2000;83:374-5 
Marginal fit of nickel-chromium copings before and after inter 
nal adjustments with duplicated stone dies and disclosing 
agent ( Ushiwata et al). 2000;83:634-43 
Costs and cost analysis 
Reliability, validity, and utility of various occlusal measurement 
methods and techniques (Baba et al). 2000;83:83-9 
Treatment outcomes of fixed or removable implant-supported 
prostheses in the edentulous maxilla. Part I: patients’ assess 
ments (Zitzmann and Marinello). 2000;83:424-33 
Craniomandibular disorders 
Analysis of occlusal variables, dental attrition, and age for distin 
guishing healthy controls from female patients with intracap 
sular temporomandibular disorders (Seligman and Pullinger 
2000;83:76-82 
Bleaching and temporomandibular disorder using a half tray 
design: a clinical report (Robinson and Haywood). 2000;83 
501-3 
Clinical anatomy and palpability of the inferior lateral pterygoid 
muscle (Stratmann et al). 2000;83:548-54 
Ear symptomatology and occlusal factors: a clinical report 
Candido dos Reis et al). 2000;83:21-4 
Quantification and validation of predictive values of occlusal vari 
ables in temporomandibular disorders using a multifactorial 
analysis (Pullinger and Seligman). 2000;83:66-75 
Crowns 
Clinical assessment of high-strength all-ceramic crowns ( Hasel 
ton et al). 2000;83:396-401 
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Clinical performance and periodontal outcome of temporary 
crowns and fixed partial dentures: a randomized clinical trial 
(Luthardt et al). 2000;83:32-9 

Determination of the minimum number of marginal gap mea- 
surements required for practical in vitro testing (Groten et 
al). 2000;83:40-9 

Effect of an antirotation resistance form on screw loosening for 
single implant-supported crowns (Aboyoussef et al). 2000; 
83:450-5 

Effect of dentin desensitizers and cementing agents on retention 
of full crowns using standardized crown preparations (Yim et 
al). 2000;83:459-65 

Effects of abutment size and luting cement type on the uniaxial 
retention force of implant-supported crowns (Covey et al). 
2000;83:344-8 


Evaluation of the dimensional changes and surface roughness of 


gold crowns cast with rapidly prepared phosphate-bonded 
investment: a pilot study (Blackman). 2000;83:187-93 

Fit of titanium and a base metal alloy metal-ceramic crown (Orug¢ 
and Tulunoglu ). 2000;83:314-8 

Long-term clinical results of galvano-ceramic and glass-ceramic 
individual crowns (Erpenstein et al). 2000;83:530-4 

Survival of In-Ceram crowns in a private practice: a prospective 
clinical trial (McLaren and White ). 2000;83:216-22 

Custom tray 

Use of orthodontic expansion screw in fabricating section cus- 

tom trays ( Mirfazaelian). 2000;83:474-5 


D 
Decision making 
Evidence-based dentistry article series (McGivney). 2000;83:11- 
2 ( Editorial ) 
Dental alloys; see Alloys 
Dental attrition; see Tooth abrasion 
Dental cavity preparation 
Microleakage of compomer Class V restorations: effect of load 
cycling, thermal cycling, and cavity shape differences 
(Hakimeh et al). 2000;83:194-203 
Dental crowns; see Crowns 
Dental erosion; see Tooth erosion 
Dental plaque 
Effect of surface roughness of porcelain on adhesion of bacteria 
and their synthesizing glucans (Kawai et al). 2000;83:664-7 
Dentin 
Effect of dentin desensitizers and cementing agents on retention 
of full crowns using standardized crown preparations (Yim et 
al). 2000;83:459-65 
In vitro dentinal surface reaction of 9.5% buffered hydrofluoric 
acid in repair of ceramic restorations: a scanning electron 
microscopic investigation (Szep et al). 2000;83:668-74 
Pilot study of conditioner/primer effects on resin-dentin bond- 
ing after provisional cement contamination using SEM, ener- 
gy dispersive x-ray spectroscopy, and bond strength evalua- 
tion measures (Watanabe et al). 2000;83:349-55 
Residual dentin thickness in mandibular premolars prepared with 
Gates Glidden and ParaPost drills (Pilo and Tamse). 2000; 
83:617-23 
Denture, complete 
Fabrication and use of a metal reinforcing frame in a fracture- 
prone mandibular complete denture (Jameson). 2000;83: 
476-9 
Immediate repair for a fractured anterior tooth in a removable 
prosthesis (Leknius and Moser). 2000;83:590 
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Replacement of an obturator section of an existing two-piece 
implant-retained edentulous obturator (MacCarthy and 
Murphy). 2000;83:652-5 

Denture, overlay 

Distal extension mandibular removable partial denture connect- 
ed to an anterior fixed implant-supported prosthesis: a clini- 
cal report (Pellecchia et al). 2000;83:607-12 

Metal reinforcement for implant-supported mandibular over- 
dentures ( Rodrigues). 2000;83:511-3 

Simplified procedure for replacement of retentive clips in a bar- 
retained implant overdenture (Welsh and Bissell). 2000;83:586-8 

Denture, partial 

Replacement of an obturator section of an existing two-piece 
implant-retained edentulous obturator (MacCarthy and 
Murphy). 2000;83:652-5 

Denture, partial, fixed 

Clinical performance and periodontal outcome of temporary 
crowns and fixed partial dentures: a randomized clinical trial 
(Luthardt et al). 2000;83:32-9 

Creating a vertical stop for interocclusal records (Sato et al). 
2000;83:582-5 

Fixed partial dentures combining both resin-bonded and con- 
ventional retainers: a clinical report (Chaffee and Cooper). 
2000;83:272-5 

Marginal fit of metal ceramic restorations subjected to a stan- 
dardized postsoldering technique (Mejia and Tobon). 2000; 
83:535-9 

Denture, partial, fixed, resin-bonded 

Influence of design and mode of loading on the fracture strength 
of all-ceramic resin-bonded fixed partial dentures: an in vitro 
study in a dual-axis chewing simulator (Koutayas et al). 
2000;83:540-7 

Shade selection for resin-bonded fixed partial dentures (Sato and 
Kubo). 2000;83:528-9 

Denture, partial, immediate 

Method to contour the intaglio surface of an immediate denture 
when using a chairside soft reline procedure after tooth 
extraction (Elton). 2000;83:690 

Denture, partial, removable 

Distal extension mandibular removable partial denture connect- 
ed to an anterior fixed implant-supported prosthesis: a clini- 
cal report (Pellecchia et al). 2000;83:607-12 

Immediate repair for a fractured anterior tooth in a removable 
prosthesis (Leknius and Moser). 2000;83:590 

Proximal plate in conventional circumferential cast clasp reten- 
tion (Sato and Hosokawa). 2000;83:319-22 

Relationship between the standards of removable partial denture 
construction, clinical acceptability, and patient satisfaction 
(Frank et al). 2000;83:521-7 

Denture, partial, temporary 

Method to contour the intaglio surface of an immediate denture 
when using a chairside soft reline procedure after tooth 
extraction (Elton). 2000;83:690 

Denture, precision attachment 

Controlled polymerization system for fabricating precise den- 

tures (Teraoka and Takahashi). 2000;83:514-20 
Denture bases 

Controlled polymerization system for fabricating precise den- 
tures (Teraoka and Takahashi). 2000;83:514-20 

Immediate maxillary denture base extension for posterior palatal 
seal (Sato et al). 2000;83:371-3 

Metal reinforcement for implant-supported mandibular over- 
dentures ( Rodrigues). 2000;83:511-3 


VOLUME 83 NUMBER 6 


3 5 
ary 
be 
4 
q 
704 


SUBJECT INDEX 


Replacement of an obturator section of an existing two-piece 
implant-retained edentulous obturator (MacCarthy and 
Murphy). 2000;83:652-5 

Shear bond strengths of polymethyl methacrylate to cast titani 
um and cobalt-chromium frameworks using five metal 
primers (Ohkubo et al). 2000;83:50-7 

Denture design 

Influence of design and mode of loading on the fracture strength 
of all-ceramic resin-bonded fixed partial dentures: an in vitro 
study in a dual-axis chewing simulator (Koutayas et al) 
2000;83:540-7 

Denture liners 

Comparative study of water sorption, solubility, and tensile bond 
strength of two soft lining materials (El-Hadary and Drum 
mond). 2000;83:356-61 

Influence of dietary simulating solvents on the viscoelasticity of 
temporary soft lining materials (Jepson et al). 2000;83:25-31 

Denture rebasing 

Method to contour the intaglio surface of an immediate denture 
when using a chairside soft reline procedure after tooth 
extraction (Elton). 2000;83:690 

Denture retention 

Controlled polymerization system for fabricating precise den- 
tures (Teraoka and Takahashi). 2000;83:514-20 

Distal extension mandibular removable partial denture connect 
ed to an anterior fixed implant-supported prosthesis: a clini 
cal report (Pellecchia et al). 2000;83:607-12 

Fabrication and use of a metal reinforcing frame in a fracture 
prone mandibular complete denture (Jameson). 2000;83: 
476-9 

Shear bond strengths of polymethyl! methacrylate to cast titani- 
um and cobalt-chromium frameworks using five metal 
primers (Ohkubo et al). 2000;83:50-7 

Simplified procedure for replacement of retentive clips in a bar- 
retained implant overdenture (Welsh and Bissell). 2000; 
83:586-8 

Denture stability; see Denture retention 
Dentures 

New approach for making accurate cross sections of casts (Ree- 

son and Fairbrother). 2000;83:367-70 
Desensitizing agents 

Effect of dentin desensitizers and cementing agents on retention 
of full crowns using standardized crown preparations (Yim et 
al). 2000;83:459-65 

Diagnostic tests 
How to evaluate a diagnostic test (Eckert et al). 2000;83:386-91 
Dies 

Dimensional accuracy of an epoxy resin die material using two 
setting methods (Paquette et al). 2000;83:301-5 

Marginal fit of nickel-chromium copings before and after inter- 
nal adjustments with duplicated stone dies and disclosing 
agent ( Ushiwata et al). 2000;83:634-43 

Study of the physical properties of type IV gypsum, resin-con- 
taining, and epoxy die materials (Duke et al). 2000;83:466- 
73 

Diet 

Influence of dietary simulating solvents on the viscoelasticity 
of temporary soft lining materials (Jepson et al). 2000; 
83:25-31 

Disclosing agent 

Marginal fit of nickel-chromium copings before and after inter- 
nal adjustments with duplicated stone dies and disclosing 
agent ( Ushiwata et al). 2000;83:634-43 
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Dowels 


Easy way to prepare plastic sprues for dowel fabrication (Mir 
fazaelian and Ali Mangoli). 2000;83:486 
Retention of a core material supported by three post head 
designs (Cohen et al). 2000;83:624-8 
Drills; see Instruments 
Dysarthria 
Use of palatal lift and palatal augmentation prostheses to 


improve dysarthria in patients with amyotrophic lateral scle 
rosis: a case series (Esposito et al). 2000;83:90-8 


E 
Ear 
Ear symptomatology and occlusal factors: a clinical report 
(Candido dos Reis et al). 2000;83:21-4 
Editorials 
Evidence-based dentistry article series (McGivney). 2000;83:11 


Electrogalvanism 

Long-term clinical results of galvano-ceramic and glass-ceramic 

individual crowns (Erpenstein et al). 2000;83:530-4 
Epoxy resins 

Dimensional accuracy of an epoxy resin die material using two 
setting methods (Paquette et al). 2000;83:301-5 

Study of the physical properties of type IV gypsum, resin-contain 
ing, and epoxy die materials (Duke et al). 2000;83:466-73 

Erosion; see Tooth erosion 
Esthetics 

The American Academy of Esthetic Dentistry—iounded in 
1975. 2000;83:492-4 

Autogenous and allogenous bone grafting techniques to maxi 
mize esthetics: a clinical report (El-Askary and Pipco) 
2000;83:153-7 

Color stability of new-generation indirect resins for prosthodon 
tic application (Douglas). 2000;83:166-70 

Influence of ceramic and cement thickness on the masking of 
various types of opaque posts (Vichi et al). 2000;83:412-7 

Shade selection for resin-bonded fixed partial dentures (Sato and 
Kubo). 2000;83:528-9 

European Prosthodontic Association 

European Prosthodontic Association—founded in 1977 

2000;83:597-8 
Evidence-based dentistry 

Evidence-based dentistry: prognosis (Anderson and Zarb) 
2000;83:495-500 

Evidence-based dentistry article series (McGivney). 2000;83:11 
2 (Editorial ) 

Hierarchy of research design used to categorize the “strength ot 
evidence” in answering clinical dental questions (Jacob and 
Carr). 2000;83:137-52 

How to evaluate a diagnostic test (Eckert et al). 2000;83:386-91 

How to evaluate an article avout therapy (Goldstein and Pre 
ston). 2000;83:599-603 

Measurement in dentistry (Carr and McGivney ). 2000;83:266-7 1 

Need for evidence-based practice in prosthodontics (Anderson ) 
2000;83:58-65 

Users’ guides to the dental literature: how to get started (Carr 
and McGivney ). 2000;83:13-20 


F 
Face 
Clear acrylic resin device for orientation and placement of a small 
facial prosthesis (Mekayarajjananonth et al). 2000;83:656-9 
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Impression procedure for creating a partial auricular prosthesis 
Kubon et al). 2000;83:648-51 
Physical properties of a silicone prosthetic elastomer stored in 
simulated skin secretions (Polyzois et al). 2000;83:572-7 
False negative results 
How to evaluate a diagnostic test (Eckert et al). 2000;83:386- 
9] 
False positive results 
How to evaluate a diagnostic test (Eckert et al). 2000;83:386-91 
Fit checker 
Fabricating a fit checker ( Mirtazaelian). 2000;83:376 
Fixed partial denture; see Denture, partial, fixed 
Florida Prosthodontic Association 
Florida Prosthodontic Association—founded in 1968. 2000; 
83:593-4 
Fluoride 
In vitro comparison of fluoride release of six direct core materi- 
als (Galvan et al). 2000;83:629-33 
Fractures 
Fabrication and use of a metal reinforcing frame in a fracture- 
prone mandibular complete denture (Jameson). 2000;83: 
476-9 
Fracture load and mode of failure of ceramic veneers with differ- 
ent preparations (Castelnuovo et al). 2000;83:171-80 
Fracture toughness of resin-based luting cements (Knobloch et 
al). 2000;83:204-9 
In vitro dentinal surface reaction of 9.5% buffered hydrofluoric 
acid in repair of ceramic restorations: a scanning electron 
microscopic investigation (Szep et al). 2000;83:668-74 
Immediate repair for a fractured anterior tooth in a removable 
prosthesis (Leknius and Moser). 2000;83:590 
Influence of design and mode of loading on the fracture strength 
of all-ceramic resin-bonded fixed partial dentures: an in vitro 
study in a dual-axis chewing simulator (Koutayas et al). 
2000;83:540-7 
Metal reinforcement for implant-supported mandibular over 
dentures ( Rodrigues). 2000;83:511-3 
Survival of In-Ceram crowns in a private practice: a prospective 
clinical trial (McLaren and White). 2000;83:216-22 


G 
Gastroesophageal reflux 
Evaluation of dental erosion in patients with gastroesophageal 
reflux disease (Gregory-Head et al). 2000;83:675-80 
Gates Glidden drills; see Instruments 
Gingiva 
Accurate procedure for simultaneous registration of gingival 
emergence profile and maximal intercuspal position for metal 
ceramic restorations (Tung et al). 2000;83:681-5 


Soft tissue correction of a single-tooth pontic space: a compara- 


tive quantitative volume assessment (Studer et al). 2000;83: 
402-11 
Glass ionomer cements 
Effect of dentin desensitizers and cementing agents on retention 
of full crowns using standardized crown preparations (Yim et 
al). 2000;83:459-65 
Fracture toughness of resin-based luting cements (Knobloch et 
al). 2000;83:204-9 
Long-term clinical results of galvano-ceramic and glass-ceramic 
individual crowns (Erpenstein et al). 2000;83:530-4 
Gloves, protective 
Inversion of gloves to prevent contamination (Keesee et al). 
2000;83:691 


SUBJECT INDEX 


Glucans 
Effect of surface roughness of porcelain on adhesion of bacteria 
and their synthesizing glucans (Kawai et al). 2000;83:664-7 
Gold 
Clinical evaluation of resin-bonded gold alloy veneers (Chana et 
al). 2000;83:294-300 
Evaluation of the dimensional changes and surface roughness of 
gold crowns cast with rapidly prepared phosphate-bonded 
investment: a pilot study (Blackman). 2000;83:187-93 
Theoretical cantilever lengths versus clinical variables in fifty-five 
clinical cases (McAlarney and Stavropoulos). 2000;83:332- 
43 
Greater New York Academy of Prosthodontics 
Greater New York Academy of Prosthodontics—founded in 
1954. 2000;83:133-6 
Guiding plane 
Proximal plate in conventional circumferential cast clasp reten- 
tion (Sato and Hosokawa). 2000;83:319-22 
Gypsum; see Calcium sulfate 


H 
Hardness 
Hardness of celluloid strip-finished or polished composite sur- 
faces with time (Park et al). 2000;83:660-3 
Hydrofluoric acid 
In vitro dentinal surface reaction of 9.5% buffered hydrofluoric 
acid in repair of ceramic restorations: a scanning electron 
microscopic investigation (Szep et al). 2000;83:668-74 


Identification systems 
Simple procedure for mouth guard identification for school-aged 
children (Reeson and Jepson). 2000;83:688-9 
Image-guided surgery 
Locking acrylic resin dental stent for image-guided surgery (Fen- 
lon et al). 2000;83:482-5 
Implantation, endosseous 
Evaluation of impression accuracy for osseointegrated implant 
supported superstructures (Herbst et al). 2000;83:555-61 
Implant position record and implant position cast: minimizing 
errors, procedures and patient visits in the fabrication of the 
milled-bar prosthesis (Hebel et al). 2000;83:107-16 
Radiographic stent for a quick and precise bone height analysis 
(Bennani and Serre). 2000;83:480-1 
Theoretical cantilever lengths versus clinical variables in fifty-five 
clinical cases (McAlarney and Stavropoulos). 2000;83:332- 
43 
Implants 
Altered sensation associated with implants in the anterior 
mandible: a prospective study (Walton). 2000;83:443-9 
Chairside fabrication of provisional implant-supported prosthesis 
using impression copings (Chaimattayompol ). 2000;83:374-5 
Comparison of impression materials for direct multi-implant 
impressions (Wee). 2000;83:323-31 
Distal extension mandibular removable partial denture connect- 
ed to an anterior fixed implant-supported prosthesis: a clini- 
cal report (Pellecchia et al). 2000;83:607-12 
Effect of an antirotation resistance form on screw loosening for 
single implant-supported crowns (Aboyoussef et al). 2000; 
83:450-5 
Effects of abutment size and luting cement type on the uniaxial 
retention force of implant-supported crowns (Covey et al). 
2000;83:344-8 
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Fabrication of a radiographic and surgical stent for implants with 
a vacuum former (Ku and Shen). 2000;83:252-3 
In vitro comparison of master cast accuracy for single-tooth 
implant replacement (Vigolo et al). 2000;83:562-6 
In vitro evaluation of the strength of the conical implant-to- 
abutment joint in two commercially available implant systems 
(Norton). 2000;83:567-71 
Implant position record and implant position cast: minimizing 
errors, procedures and patient visits in the fabrication of the 
milled-bar prosthesis (Hebel et al). 2000;83:107-16 
Metal reinforcement for implant-supported mandibular over 
dentures ( Rodrigues). 2000;83:511-3 
Replacement of an obturator section of an existing two-piece 
implant-retained edentulous obturator (MacCarthy and 
Murphy). 2000;83:652-5 
Simplified procedure for replacement of retentive clips in a bar- 
retained implant overdenture (Welsh and Bissell). 2000;83: 
586-8 
Surgical guide for dental implant placement (Becker and Kaiser). 
2000;83:248-51 
Theoretical cantilever lengths versus clinical variables in fifty-five 
clinical cases (McAlarney and Stavropoulos). 2000;83:332- 
43 
[reatment outcomes of fixed or removable implant-supported 
prostheses in the edentulous maxilla. Part I: patients’ assess 
ments (Zitzmann and Marinello). 2000;83:424-33 
Treatment outcomes of fixed or removable implant-supported 
prostheses in the edentulous maxilla. Part II: clinical findings 
Zitzmann and Marinello). 2000;83:434-42 
Impression materials 
Chairside fabrication of provisional implant-supported prosthesis 
using impression copings (Chaimattayompol ). 2000;83:374-5 
Comparison of impression materials for direct multi-implant 
impressions Wee). 2000:83:323-3 
Fabricating a fit checker ( Mirfazaelian). 2000;83:376 
Impression proce vre for creating a partial auricular prosthesis 
Kubon et al). 2000;83:648-51 
New impression system for ITI solid abutment cementable 
restoration (Kaiser and Jones). 2000;83:276-8 
Impression technique 
Accuracy of three polyviny! siloxane putty-wash impression tech 
niques ( Nissan et al). 2000;83:161-5 
Evaluation of impression accuracy for osseointegrated implant 
supported superstructures (Herbst et al). 2000;83:555-61 
Fabrication of a custom silicone tracheostomal prosthesis (Ochi 
ai et al). 2000;83:578-81 
In vitro comparison of master cast accuracy for single-tooth 
implant replacement (Vigolo et al). 2000;83:562-6 
Impression procedure for a progressive sclerosis patient: a clini- 
cal report (Dhanasomboon and Kiatsiriroj). 2000;83:279-82 
Impression procedure for creating a partial auricular prosthesis 
Kubon et al). 2000;83:648-51 
New approach for making accurate cross sections of casts (Ree- 
son and Fairbrother). 2000;83:367-70 
Simplified procedure for replacement of retentive clips in a bar- 
retained implant overdenture (Welsh and _ Bissell). 
2000;83:586-8 
Incisor 
Color and translucency of in vivo natural central incisors 
Hasegawa et al). 2000;83:418-23 
Inlays 
Margin adaptation of indirect composite inlays fabricated on 
flexible dies (Price and Gerrow). 2000;83:306-13 
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Instruments 
Residual dentin thickness in mandibular premolars prepared with 
Gates Glidden and ParaPost drills (Pilo and Tamse). 2000; 
83:617-23 


Jaw, edentulous 
Distal extension mandibular removable partial denture connect 
ed to an anterior fixed implant-supported prosthesis: a clini 
cal report (Pellecchia et al). 2000;83:607-12 
Management of extruded maxillary molars to accommodate a 
mandibular restoration: a clinical report (Chun et al). 2000; 
83:604-6 
Overview of articulation materials and methods for the prostho 
dontic patient (Dixon). 2000;83:235-47 
Treatment outcomes of fixed or removable implant-supported 
prostheses in the edentulous maxilla. Part I: patients’ assess 
ments (Zitzmann and Marinello). 2000;83:424-33 
[reatment outcomes of fixed or removable implant-supported 
prostheses in the edentulous maxilla. Part I: clinical findings 
(Zitzmann and Marincllo). 2000;83:434-42 
Jaw relation record 
Creating a vertical stop for interocclusal records (Sato et al). 
2000;83:582-5 
The Journal of Prosthetic Dentistry 
rhe Academy of Prosthodontics—founded in 1918. 2000;83 
1-4 
American Prosthodontic Society—tounded in 1928. 2000;83:5-7 
Evidence-based dentistry article series (McGivney ). 2000;83:11 
2 (Editorial ) 
Pacific Coast Society of Prosthodontics. 2000;83:8-10 
Judson C. Hickey Scientific Writing Award 
Impression procedure for creating a partial auricular prosthesis 
(Kubon et al). 2000;83:648-51 


Likelihood functions 
How to evaluate a diagnostic test (Eckert et al). 2000;83:386-9 1 
Literature 
How to evaluate an article about therapy (Goldstein and Pre 
ston). 2000;83:599-603 
Users’ guides to the dental literature: how to get started (Carr 
and McGivney). 2000;83:13-20 
Load cycling 
Microleakage of compomer Class V restorations: effect of load 
cycling, thermal cycling, and cavity shape differences 
Hakimeh et al). 2000;83:194-203 
Loading 
Influence of design and mode of loading on the fracture strength 
of all-ceramic resin-bonded fixed partial dentures: an in vitro 
study in a dual-axis chewing simulator (Koutayas et al) 
2000;83:540-7 
Luting agents 
Effects of abutment size and luting cement type on the uniaxial 
retention force of implant-supported crowns (Covey et al 
2000;83:344-8 
Fracture toughness of resin-based luting cements (Knobloch et 
al). 2000;83:204-9 
Method for marginal measurements of restorations: accessory 
device for Toolmakers microscope (Ushiwata and Vieira de 
Moraes). 2000;83:362-6 
Shear bond strength of resin luting cement to glass-infiltrated 


porous aluminum oxide cores (Sen et al). 2000;83:210-5 
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M 
Magnetic resonance imaging 
Locking acrylic resin dental stent for image-guided surgery (Fen- 
lon et al). 2000;83:482-5 
Magnetics 
Clear acrylic resin device for orientation and placement of a small 
facial prosthesis (Mekayarajjananonth et al). 2000;83:656-9 
Mandible 
Altered sensation associated with implants in the anterior 
mandible: a prospective study (Walton). 2000;83:443-9 
Distal extension mandibular removable partial denture connect- 
ed to an anterior fixed implant-supported prosthesis: a clini- 
cal report (Pellecchia et al). 2000;83:607-12 
Fabrication and use of a metal reinforcing frame in a fracture- 
prone mandibular complete denture (Jameson). 2000;83: 
476-9 
Management of extruded maxillary molars to accommodate a 
mandibular restoration: a clinical report (Chun et al). 2000; 
83:604-6 
Mandibular centricity: centric relation (Becker et al). 2000;83: 
158-60 
Metal reinforcement for implant-supported mandibular over- 
dentures (Rodrigues). 2000;83:511-3 
Overview of articulation materials and methods for the prostho- 
dontic patient (Dixon). 2000;83:235-47 
Residual dentin thickness in mandibular premolars prepared with 
Gates Glidden and ParaPost drills (Pilo and Tamse). 2000; 
83:617-23 
Marginal fit 
Marginal fit of metal ceramic restorations subjected to a stan- 
dardized postsoldering technique (Mejia and Tobon). 2000; 
83:535-9 
Marginal fit of nickel-chromium copings before and after inter- 
nal adjustments with duplicated stone dies and disclosing 
agent ( Ushiwata et al). 2000;83:634-43 
Marginal gap 
Determination of the minimum number of marginal gap mea- 
surements required for practical in vitro testing (Groten et 
al). 2000;83:40-9 
Margin adaptation of indirect composite inlays fabricated on 
2000;83:306-13 


Method for marginal measurements of restorations: accessory 


flexible dies (Price and Gerrow 


device for Toolmakers microscope (Ushiwata and Vieira de 
Moraes). 2000;83:362-6 
Mastication 

Influence of design and mode of loading on the fracture strength 
of all-ceramic resin-bonded fixed partial dentures: an in vitro 
study in a dual-axis chewing simulator (Koutayas et al). 
2000;83:540-7 

Maxilla 

Immediate maxillary denture base extension for posterior palatal 
seal (Sato et al). 2000;83:371-3 

Management of extruded maxillary molars to accommodate a 
mandibular restoration: a clinical report (Chun et al). 2000; 
83:604-6 

Overview of articulation materials and methods for the prostho- 
dontic patient ( Dixon). 2000;83:235-47 

Treatment outcomes of fixed or removable implant-supported 
prostheses in the edentulous maxilla. Part 1: patients’ assess- 
ments (Zitzmann and Marinello). 2000;83:424-33 

Treatment outcomes of fixed or removable implant-supported 
prostheses in the edentulous maxilla. Part II: clinical findings 
(Zitzmann and Marinello). 2000;83:434-42 


SUBJECT INDEX 


Maxillectomy 
Fabrication of a radiation bolus prosthesis for the maxillectomy 
patient (Brosky et al). 2000;83:119-21 
Prosthetic rehabilitation after maxillectomy and temporalis flap 
reconstruction: a clinical report (Dexter and Jacob). 2000; 
83:283-6 
Maxillofacial prosthesis 
Clear acrylic resin device for orientation and placement of a small 
facial prosthesis (Mekayarajjananonth et al). 2000;83:656-9 
Impression procedure for creating a partial auricular prosthesis 
(Kubon et al). 2000;83:648-51 
Physical properties of a silicone prosthetic elastomer stored in 
simulated skin secretions (Polyzois et al). 2000;83:572-7 
Measurement 
Measurement in dentistry (Carr and McGivney). 2000;83:266- 
71 
Metal ceramic alloys 
Accurate procedure for simultaneous registration of gingival 
emergence profile and maximal intercuspal position for metal 
ceramic restorations (Tung et al). 2000;83:681-5 
Fit of titanium and a base metal alloy metal-ceramic crown (Orug¢ 
and Tulunoglu ). 2000;83:314-8 
Resin shear bond strength to porcelain and a base metal alloy 
using two polymerization schemes (Tulunoglu and Bey 
demir). 2000;83:181-6 
Metals 
Fit of titanium and a base metal alloy metal-ceramic crown (Oru¢g 
and Tulunoglu ). 2000;83:314-8 
Marginal fit of metal ceramic restorations subjected to a stan 
dardized postsoldering technique (Mejia and Tobon). 2000; 
83:535-9 
Metal reinforcement for imp!ant-supported mandibular over- 
dentures (Rodrigues). 2000;83:511-3 
Methylmethacrylates 
Shear bond strengths of polymethyl methacrylate to cast titani- 
um and cobalt-chromium frameworks using five metal 
primers (Ohkubo et al). 2000;83:50-7 
The Mexico City Prosthodontic Society 
The Mexico City Prosthodontic Society—founded in 1975. 
2000;83:595-6 
Microhardness 
Hardness of celluloid strip-finished or polished composite sur- 
faces with time (Park et al). 2000;83:660-3 
Microleakage 
Microleakage of compomer Class V restorations: effect of load 
cycling, thermal cycling, and cavity shape differences 
(Hakimeh et al). 2000;83:194-203 
Microscopy 
Method for marginal measurements of restorations: accessory 
device for Toolmakers microscope (Ushiwata and Vieira de 
Moraes ). 2000;83:362-6 
Microscopy, electron, scanning 
In vitro dentinal surface reaction of 9.5% buffered hydrofluoric 
acid in repair of ceramic restorations: a scanning electron 
microscopic investigation (Szep et al). 2000;83:668-74 
Pilot study of conditioner/primer effects on resin-dentin bond- 
ing after provisional cement contamination using SEM, ener- 
gy dispersive x-ray spectroscopy, and bond strength evalua- 
tion measures (Watanabe et al). 2000;83:349-55 
Molar 
Management of extruded maxillary molars to accommodate a 
mandibular restoration: a clinical report (Chun et al). 2000; 
83:604-6 
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Mouth, edentulous 
Overview of articulation materials and methods for the prostho 
dontic patient (Dixon). 2000;83:235-47 
Mouth guard 
Simple procedure for mouth guard identification for school-aged 
children (Reeson and Jepson). 2000;83:688-9 
Multifactorial analysis 
Quantification and validation of predictive values of occlusal vari 
ables in temporomandibular disorders using a multifactorial 
analysis (Pullinger and Seligman). 2000;83:66-75 


N 
Neurogenic velopharyngeal incompetence; see Velopharyngeal 
insufficiency 
New York 
Greater New York Academy of Prosthodontics—founded in 
1954. 2000;83:133-6 
Nickel 
Marginal fit of nickel-chromium copings before and after inter- 
nal adjustments with duplicated stone dies and disclosing 
agent ( Ushiwata et al). 2000;83:634-43 
Noma 
Combination intraoral and extraoral prosthesis used for rehabil- 
itation of a patient treated for cancrum oris: a clinical report 
(Sykes and Essop). 2000;83:613-6 
Northeastern Gnathological Society 
Northeastern Gnathological Society—founded in 
2000;83:383-5 


Oo 
Occlusal splints 
Removable occlusal overlay splint in the management of tooth 
wear: a clinical report (Sato et al). 2000;83:392-5 
Occlusion 
Analysis of occlusal variables, dental attrition, and age for distin- 
guishing healthy controls from female patients with intracap 
sular temporomandibular disorders (Seligman and Pullinger). 
2000;83:76-82 
Creating a vertical stop for interocclusal records (Sato et al). 
2000;83:582-5 
Ear symptomatology and occlusal factors: a clinical report 
Candido dos Reis et al). 2000;83:21-4 
Quantification and validation of predictive values of occlusal vari 
ables in temporomandibular disorders using a multifactorial 
analysis ( Pullinger and Seligman). 2000;83:66-75 
Reliability, validity, and utility of various occlusal measurement 
methods and techniques (Baba et al). 2000;83:83 
Osseointegrated implants; see Implantation, endosseous 
Outcome assessment 
Long-term clinical results of galvano-ceramic and glass-ceramic 
individual crowns (Erpenstein et al). 2000;83:530-4 
Relationship between the standards of removable partial denture 
construction, clinical acceptability, and patient satisfaction 
Frank et al). 2000;83:521-7 


Treatment outcomes of fixed or removable implant-support- 


ed prostheses in the edentulous maxilla. Part I: patients’ 

assessments (Zitzmann and Marinello). 2000;83:424- 

33 

[reatment outcomes of fixed or removable implant-supported 
prostheses in the edentulous maxilla. Part II: clinical findings 
Zitzmann and Marinello). 2000;83:434-42 


Overdenture; see Denture, overlay 
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P 
Pacific Coast Society of Prosthodontics 
Pacific Coast Society of Prosthodontics. 2000;83:8-10 
Palatal obturators 
Procedure for reducing the vertical height of a hollow box inter 
im obturator (Ziada and O’ Donovan ). 2000;83:589 
Replacement of an obturator section of an existing two-piece 
implant-retained edentulous obturator (MacCarthy and 
Murphy ). 2000;83:652-5 
Use of palatal lift and palatal augmentation prostheses to 
improve dysarthria in patients with amyotrophic lateral scle 
rosis: a case series (Esposito et al). 2000;83:90-8 
Palate 
Immediate maxillary denture base extension for posterior palatal 
seal (Sato et al). 2000;83:371-3 
Palpation 
Clinical anatomy and palpability of the inferior lateral pterygoid 
muscle (Stratmann et al). 2000;83:548-54 
ParaPost drills; see Instruments 
Patient assessment; see Outcome assessment 
Patient satisfaction 
Relationship between the standards of removable partial denture 
construction, clinical acceptability, and patient satisfaction 
(Frank et al). 2000;83:521-7 
Periodontal index 
Accurate procedure for simultaneous registration of gingival 
emergence profile and maximal intercuspal position for metal 
ceramic restorations (Tung et al). 2000;83:681-5 
Phosphates 
Effects of surface treatments on shear bond strengths between a 
resin cement and an alumina core (Madani et al). 2000; 
83:644-7 
Evaluation of the dimensional changes and surtace roughness of 
gold crowns cast with rapidly prepared phosphate-bonded 
investment: a pilot study (Blackman). 2000;83:187-93 
Pit and fissure sealants 
Immediate maxillary denture base extension for posterior palatal 
seal (Sato et al). 2000;83:371-3 
Plaque 
Effect of surface roughness of porcelain on adhesion of bacteria 
and their synthesizing glucans ( Kawai et al). 2000;83:664-7 
Polishing 
Hardness of celluloid strip-finished or polished composite sur 
faces with time (Park et al). 2000;83:660-3 
Polyethers 
Comparison of impression materials for direct multi-implant 
impressions (Wee). 2000;83:323-31 
Polymerization 
Controlled polymerization system for fabricating precise den 
tures (Teraoka and Takahashi). 2000;83:514-20 
Resin shear bond strength to porcelain and a base metal alloy 
using two polymerization schemes (Tulunoglu and Bey 
demir). 2000;83:181-6 
Polymethylmethacrylate; see Methylmethacrylates 
Polysulfides 
Comparison of impression materials for direct multi-implant 
impressions (Wee) 2000;83:323-31 
Polyvinyls 
Accuracy of three polyviny! siloxane putty-wash impression tech 
niques (Nissan et al). 2000;83:161-5 
Simplified technique for refrabrication of cast posts and cores 
(Sabbak). 2000;83:686 
Pontics 


Soft tissue correction of a single-tooth pontic space: a compara 
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tive quantitative volume assessment (Studer et al). 2000;83: 
402-11 
Porcelain 

Effect of surface roughness of porcelain on adhesion of bacteria 
and their synthesizing glucans (Kawai et al). 2000;83:664-7 

Etched porcelain veneer restoration of a primary tooth: a clinical 
report (Aristidis). 2000;83:504-7 

In vitro dentinal surface reaction of 9.5% buffered hydrofluoric 
acid in repair of ceramic restorations: a scanning electron 
microscopic investigation (Szep et al). 2000;83:668-74 

Resin shear bond strength to porcelain and a base meta! alloy 
using two polymerization schemes (Tulunoglu and Bey 
demir). 2000;83:181-6 

Post and core technique 

Easy way to prepare plastic sprues for dowel fabrication (Mir 
fazaelian and Ali Mangoli). 2000;83:486 

Effects of surface treatments on shear bond strengths between a 
resin cement and an alumina core (Madani et al). 2000; 
83:644-7 

In vitro comparison of fluoride release of six direct core materi- 
als (Galvan et al). 2000;83:629-33 


Influence of ceramic and cement thickness on the masking of 


various types of opaque posts (Vichi et al). 2000;83:412-7 
Residual dentin thickness in mandibular premolars prepared with 
Gates Glidden and ParaPost drills (Pilo and Tamse). 2000; 
83:617-23 
Retention of a core material supported by three post head 
designs (Cohen et al). 2000;83:624-8 
Simplified technique for refrabrication of cast posts and cores 
(Sabbak). 2000;83:686-7 
Postoperative complications 
Altered sensation associated with implants in the anterior 
mandible: a prospective study (Walton). 2000;83:443-9 
Replacement of an obturator section of an existing two-piece 
implant-retained edentulous obturator (MacCarthy and 
Murphy). 2000;83:652-5 
Predictive value of tests 
How to evaluate a diagnostic test (Eckert et al). 2000;83:386-91 
Quantification and validation of predictive values of occlusal vari 
ables in temporomandibular disorders using a multifactorial 
analysis (Pullinger and Seligman). 2000;83:66-75 
Premolar 
Residual dertin thickness in mandibular premolars prepared with 
Gates Glidden and ParaPost drills (Pilo and Tamse). 2000; 
83:617-23 
Prevention and control 
Inversion of gloves to prevent contamination (Keesee et al). 
2000;83:691 
Prevention of tongue biting with a removable oral device: a clin- 
ical report (Pigno and Funk). 2000;83:508-10 
Private practice 
Survival of In-Ceram crowns in a private practice: a prospective 
clinical trial (McLaren and White). 2000;83:216-22 
Prognosis 
Evidence-based dentistry: prognosis (Anderson and Zarb). 
2000;83:495-500 
Progressive systemic sclerosis; see Scleroderma, systemic 
Prosthesis 
Combination intraoral and extraoral prosthesis used for rehabil 
itation of a patient treated for cancrum oris: a clinical report 
(Sykes and Essop). 2000;83:613-6 
Fabrication of a custom silicone tracheostomal prosthesis (Ochi 
ai et al). 2000;83:578-81 
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Fabrication of a radiation bolus prosthesis for the maxillectomy 
patient (Brosky et al). 2000;83:119-21 
Implant position record and implant position cast: minimizing 
errors, procedures and patient visits in the fabrication of the 
milled-bar prosthesis (Hebel et al). 2000;83:107-16 
Prosthetic alternative treatment for choanal atresia: a clinical 
report (Hickey and Vergo). 2000;83:456-8 
Speech-aid prostheses for neurogenic velopharyngeal incompe- 
tence (Shifman et al). 2000;83:99-106 
Treatment outcomes of fixed or removable implant-supported 
prostheses in the edentulous maxilla. Part I: patients’ assess- 
ments (Zitzmann and Marinello). 2000;83:424-33 
Treatment outcomes of fixed or removable implant-supported 
prostheses in the edentulous maxilla. Part II: clinical findings 
(Zitzmann and Marinello). 2000;83:434-42 
Prosthesis coloring 
Color and translucency of in vivo natural central incisors 
(Hasegawa et al). 2000;83:418-23 
Color stability of new-generation indirect resins for prosthodon- 
tic application ( Douglas). 2000;83:166-70 
Shade selection for resin-bonded fixed partial dentures (Sato and 
Kubo). 2000:83:528-9 
Prosthesis repair 
In vitro dentinal surface reaction of 9.5% buffered hydrofluoric 
acid in repair of ceramic restorations: a scanning electron 
microscopic investigation (Szep et al). 2000;83:668-74 
Prosthodontics 
Color stability of new-generation indirect resins for prosthodon- 
tic application (Douglas). 2000;83:166-70 
Need for evidence-based practice in prosthodontics (Anderson). 
2000;83:58-65 
Overview of articulation materials and methods for the prostho- 
dontic patient (Dixon). 2000;83:235-47 
PSS; see Scleroderma, systemic 
Pterygoid muscles 
Clinical anatomy and palpability of the inferior lateral pterygoid 
muscle (Stratmann et al). 2000;83:548-54 


Q 
Quantification 
Quantification and validation of predictive values of occlusal vari- 
ables in temporomandibular disorders using a multifactorial 
analysis ( Pullinger and Seligman). 2000;83:66-75 


R 
Radiography 
Fabrication of a radiographic and surgical stent for implants with 
a vacuum former (Ku and Shen). 2000;83:252-3 
Radiographic stent for a quick and precise bone height analysis 
(Bennani and Serre). 2000;83:480-1 
Radiotherapy 
Fabrication of a radiation bolus prosthesis for the maxillectomy 
patient ( Brosky et al). 2000;83:119-21 
Rehabilitation 
Combination intraoral and extraoral prosthesis used for rehabil- 
itation of a patient treated for cancrum oris: a clinical report 
(Sykes and Essop). 2000;83:613-6 
Prosthetic rehabilitation after maxillectomy and temporalis flap 
reconstruction: a clinical report (Dexter and Jacob). 
2000;83:283-6 
Reliability; see Reproducibility of results 
Relining; see Denture rebasing 
Removable partial denture; see Denture, partial, removable 
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Reproducibility of results 
Reliability, validity, and utility of various occlusal measurement 
methods and techniques (Baba et al). 2000;83:83-9 
Research design 
Hierarchy of research design used to categorize the “strength of 
evidence” in answering clinical dental questions (Jacob and 
Carr). 2000;83:137-52 
Resins 
Clear acrylic resin device for orientation and placement of a small 
facial prosthesis (Mekayarajjananonth et al). 2000;83:656-9 
Clinical evaluation of resin-bonded gold alloy veneers (Chana et 
al). 2000;83:294-300 
Color stability of new-generation indirect resins for prosthodon- 
tic application (Douglas). 2000;83:166-70 
Controlled polymerization system for fabricating precise den- 
tures (Teraoka and Takahashi). 2000;83:514-20 
Dimensional accuracy of an epoxy resin die material using two 
setting methods (Paquette et al). 2000;83:301-5 
Effects of surface treatments on shear bond strengths between a 
resin cement and an alumina core (Madani et al). 2000; 
83:644-7 
Fixed partial dentures combining both resin-bonded and con- 
ventional retainers: a clinical report (Chaffee and Cooper). 
2000;83:272-5 
Fracture toughness of resin-based luting cements (Knobloch et 
al). 2000;83:204-9 
Hardness of celluloid strip-finished or polished composite sur- 
faces with time (Park et al). 2000;83:660-3 
Influence of design and mode of loading on the fracture strength 
of all-ceramic resin-bonded fixed partial dentures: an in vitro 
study in a dual-axis chewing simulator (Koutayas et al). 
2000;83:540-7 
Locking acrylic resin dental stent for image-guided surgery (Fen- 
lon et al). 2000;83:482-5 
Margin adaptation of indirect composite inlays fabricated on 
flexible dies (Price and Gerrow). 2000;83:306-13 
Pilot study of conditioner/primer effects on resin-dentin bond- 
ing after provisional cement contamination using SEM, ener- 
gy dispersive x-ray spectroscopy, and bond strength evalua- 
tion measures (Watanabe et al). 2000;83:349-55 
Resin shear bond strength to porcelain and a base metal alloy 
using two polymerization schemes (Tulunoglu and Bey- 
demir). 2000;83:181-6 
Shade selection for resin-bonded fixed partial dentures (Sato and 
Kubo). 2000;83:528-9 
Shear bond strength of resin luting cement to glass-infiltrated 
porous aluminum oxide cores (Sen et al). 2000;83:210-5 
Simplified technique for refrabrication of cast posts and cores 
(Sabbak). 2000;83:686-7 
Study of the physical properties of type IV gypsum, resin-con- 
taining, and epoxy die materials (Duke et al). 2000;83:466- 
73 
Restoration, permanent 
Accurate procedure for simultaneous registration of gingival 
emergence profile and maximal intercuspal position for metal 
ceramic restorations (Tung et al). 2000;83:681-5 
Clinical evaluation of resin-bonded gold alloy veneers (Chana et 
al). 2000;83:294-300 
Effect of an antirotation resistance form on screw loosening for 
single implant-supported crowns (Aboyoussef et al). 
2000;83:450-5 
Etched porcelain veneer restoration of a primary tooth: a clinical 
report (Aristidis). 2000;83:504-7 
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In vitro dentinal surface reaction of 9.5% buffered hydrofluoric 
acid in repair of ceramic restorations: a scanning electron 
microscopic investigation (Szep et al). 2000;83:668-74 

Long-term clinical results of galvano-ceramic and glass-ceramic 
individual crowns (Erpenstein et al). 2000;83:530-4 

Management of extruded maxillary molars to accommodate a 
mandibular restoration: a clinical report (Chun et al). 2000; 
83:604-6 

Margin adaptation of indirect composite inlays fabricated on 
flexible dies (Price and Gerrow). 2000;83:306-13 

Marginal fit of metal ceramic restorations subjected to a stan- 
dardized postsoldering technique (Mejia and Tobon). 2000; 
83:535-9 

Method for marginal measurements of restorations: accessory 
device for Toolmakers microscope (Ushiwata and Vieira de 
Moraes). 2000;83:362-6 

Microleakage of compomer Class V restorations: effect of load 
cycling, thermal cycling, and cavity shape differences 
(Hakimeh et al). 2000;83:194-203 

New impression system for ITI solid abutment cementable 
restoration (Kaiser and Jones). 2000;83:276-8 

Tooth wear treated with direct composite restorations at an 
increased vertical dimension: results at 30 months (Hem- 
mings et al). 2000;83:287-93 

Restoration, temporary 

Chairside fabrication of provisional implant-supported prosthesis 
using impression copings (Chaimattayompol ). 2000;83:374-5 

Clinical performance and periodontal outcome of temporary 
crowns and fixed partial dentures: a randomized clinical trial 
(Luthardt et al). 2000;83:32-9 

Pilot study of conditioner/primer effects on resin-dentin bond- 
ing after provisional cement contamination using SEM, ener- 
gy dispersive x-ray spectroscopy, and bond strength evalua- 
tion measures (Watanabe et al). 2000;83:349-55 

Removable occlusal overlay splint in the management of tooth 
wear: a clinical report (Sato et al). 2000;83:392-5 

Retainers 

Fixed partial dentures combining both resin-bonded and con- 
ventional retainers: a clinical report (Chaffee and Cooper). 
2000;83:272-5 

Retention 

Clinical evaluation of resin-bonded gold alloy veneers (Chana et 
al). 2000;83:294-300 

Controlled polymerization system for fabricating precise den- 
tures (Teraoka and Takahashi). 2000;83:514-20 

Distal extension mandibular removable partial denture connect- 
ed to an anterior fixed implant-supported prosthesis: a clini- 
cal report (Pellecchia et al). 2000;83:607-12 

Effect of dentin desensitizers and cementing agents on retention 
of full crowns using standardized crown preparations (Yim et 
al). 2000;83:459-65 

Effects of abutment size and luting cement type on the uniaxial 
retention force of implant-supported crowns (Covey et al). 
2000;83:344-8 

Fabrication and use of a metal reinforcing frame in a fracture- 
prone mandibular complete denture (Jameson). 2000;83: 
476-9 

Proximal plate in conventional circumferential cast clasp reten- 
tion (Sato and Hosokawa). 2000;83:319-22 

Retention of a core material supported by three post head 
designs (Cohen et al). 2000;83:624-8 

Shear bond strength of resin luting cement to glass-infiltrated 
porous aluminum oxide cores (Sen et al). 2000;83:210-5 
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Shear bond strengths of polymethyl methacrylate to cast titani- 
um and cobalt-chromium frameworks using five metal 
primers (Ohkubo et al). 2000;83:50-7 

Simplified procedure for replacement of retentive clips in a bar- 
retained implant overdenture (Welsh and Bissell). 2000;83: 
586-8 

Rotation 

Effect of an antirotation resistance form on screw loosening for 
single implant-supported crowns (Aboyoussef et al). 
2000;83:450-5 

Rubber 

Physical properties of a silicone prosthetic elastomer stored in 

simulated skin secretions (Polyzois et al). 2000;83:572-7 


Satisfaction; see Patient satisfaction 
Scanning electron microscopy; see Microscopy, electron, scanning 
School-aged child; see Child 
Scleroderma, systemic 
Impression procedure for a progressive sclerosis patient: a clini- 
cal report (Dhanasomboon and Kiatsiriroj). 2000;83:279-82 
Sclerosis, progressive systemic; see Scleroderma, systemic 
Screws; see Bone screws 
Secretions 
Physical properties of a silicone prosthetic elastomer stored in 
simulated skin secretions (Polyzois et al). 2000;83:572-7 
Sensation 
Altered sensation associated with implants in the anterior 
mandible: a prospective study (Walton). 2000;83:443-9 
Sensitivity and specificity 
How to evaluate a diagnostic test (Eckert et al). 2000;83:386-91 
Shade; see Color 
Shrinkage 
Dimensional accuracy of an epoxy resin die material using two 
setting methods (Paquette et al). 2000;83:301-5 
Study of the physical properties of type IV gypsum, resin-contain- 
ing, and epoxy die materials (Duke et al). 2000;83:466-73 
Silicone elastomers 
Physical properties of a silicone prosthetic elastomer stored in 
simulated skin secretions (Polyzois et al). 2000;83 
Silicones 
Comparison of impression materials for direct multi-implant 
impressions (Wee). 2000;83:323-31 
Fabrication of a custom silicone tracheostomal prosthesis (Ochi- 
ai et al). 2000;83:578-81 
Replacement of an obturator section of an existing two-piece 
implant-retained edentulous obturator (MacCarthy and 
Murphy). 2000;83:652-5 
Siloxanes 
Accuracy of three polyvinyl siloxane putty-wash impression tech- 
niques (Nissan et al). 2000;83:161-5 
Simplified technique for refrabrication of cast posts and cores 
(Sabbak). 2000;83:686-7 
Simulation 
Influence of design and mode of loading on the fracture strength 
of all-ceramic resin-bonded fixed partial dentures: an in vitro 
study in a dual-axis chewing simulator (Koutayas et al). 
2000;83:540-7 
Physical properties of a silicone prosthetic elastomer stored in 
simulated skin secretions (Polyzois et al). 2000;83:572-7 
Skin 
Physical properties of a silicone prosthetic elastomer stored in 
simulated skin secretions (Polyzois et al). 2000;83:572-7 
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Soldering 
Marginal fit of metal ceramic restorations subjected to a stan- 
dardized postsoldering technique (Mejia and Tobon). 
2000;83:535-9 
Solubility 
Comparative study of water sorption, solubility, and tensile bond 
strength of two soft lining materials (El-Hadary and Drum- 
mond). 2000;83:356-61 
Solvents 
Influence of dietary simulating solvents on the viscoelasticity of 
temporary soft lining materials (Jepson et al). 2000;83:25-31 
Southeastern Academy of Prosthodontics 
Southeastern Academy of Prosthodontics—founded in 1952. 
2000;83:257-9 
Specificity; see Sensitivity and specificity 
Spectroscopy; see Spectrum analysis 
Spectrum analysis 
Pilot study of conditioner/primer effects on resin-dentin bond- 
ing after provisional cement contamination using SEM, ener- 
gy dispersive x-ray spectroscopy, and bond strength evalua- 
tion measures (Watanabe et al). 2000;83:349-55 
Speech 
Fabrication of a custom silicone tracheostomal prosthesis (Ochi- 
ai et al). 2000;83:578-81 
Speech-aid prostheses for neurogenic velopharyngeal incompe- 
tence (Shifman et al). 2000;83:99-106 
Splints 
Removable occlusal overlay splint in the management of tooth 
wear: a clinical report (Sato et al). 2000;83:392-5 
Sponsoring organization tribute 
The Academy of Prosthodontics—founded in 1918. 2000;83:1- 
+ 
The American Academy of Esthetic Dentistry—founded in 
1975. 2000;83:492-4 
American Academy of Fixed Prosthodontics—founded in 1952. 
2000;83:127-9 
American Academy of Maxillofacial Prosthetics—founded in 
1953. 2000;83:260-2 
American Academy of Restorative Dentistry—founded in 1921. 
2000;83:130-2 
American Equilibration Society—founded in 1955. 2000;83: 
263-5 
American Prosthodontic Society—founded in 1928. 2000;83:5- 
The Association of Prosthodontists of Canada—founded in 
1973. 2000;83:489-91 
Canadian Academy of Restorative Dentistry and Prosthodon- 
tics—founded in 1993. 2000;83:379-80 
Carl O. Boucher Prosthodontic Conference—founded in 1966. 
2000;83:381-2 
European Prosthodontic Association—founded in 1977. 2000; 
83:597-8 
Florida Prosthodontic Association—founded in 1968. 2000; 
83:593-4 
Greater New York Academy of Prosthodontics—founded in 
1954. 2000;83:133-6 
The Mexico City Prosthodontic Society—founded in 
2000;83:595-6 
Northeastern Gnathological Society—founded in 1967. 
83:383-5 
Pacific Coast Society of Prosthodontics. 2000;83:8-10 
Southeastern Academy of Prosthodontics—founded in 
2000;83:257-9 
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Sprue 
Easy way to prepare plastic sprues for dowel fabrication (Mir- 
fazaelian and Ali Mangoli). 2000;83:486 
Stents 
Fabrication of a radiographic and surgical stent for implants with 
a vacuum former (Ku and Shen). 2000;83:252-3 
Locking acrylic resin dental stent for image-guided surgery (Fen- 
lon et al). 2000;83:482-5 
Radiographic stent for a quick and precise bone height analysis 
(Bennani and Serre). 2000;83:480-1 
Surgical guide for dental implant placement ( Becker and Kaiser). 
2000;83:248-51 
Stone dies 
Marginal fit of nickel-chromium copings before and after inter- 
nal adjustments with duplicated stone dies and disclosing 
agent ( Ushiwata et al). 2000;83:634-43 
Stress, mechanical 
In vitro evaluation of the strength of the conical implant-to- 
abutment joint in two commercially available implant systems 
Norton). 2000;83:567-7 
Superstructures 
Evaluation of impression accuracy for osseointegrated implant 
supported superstructures (Herbst et al). 2000;83:555-61 
Surface 
Effect of surface roughness of porcelain on adhesion of bacte- 
ria and their synthesizing glucans (Kawai et al). 2000;83: 
664-7 
Hardness of celluloid strip—finished or polished composite sur- 
faces with time (Park et al). 2000;83:660-3 
In vitro dentinal surface reaction of 9.5% buffered hydrofluoric 
acid in repair of ceramic restorations: a scanning electron 
microscopic investigation (Szep et al). 2000;83:668-74 
Surgical flaps 
Prosthetic rehabilitation after maxillectomy and temporalis flap 
reconstruction: a clinical report (Dexter and Jacob). 2000; 
83:283-6 
Surgical guide 
Surgical guide for dental implant placement (Becker and Kaiser). 
2000;83:248-51 
Survival 
Survival of In-Ceram crowns in a private practice: a prospective 
clinical trial (McLaren and White). 2000;83:216-22 


Systemic sclerosis, progressive; see Scleroderma, systemic 


T 
Temporalis muscle 
Prosthetic rehabilitation after maxillectomy and temporalis flap 
reconstruction: a clinical report (Dexter and Jacob). 
2000;83:283-6 
Temporary restoration; see Restoration, temporary 
Temporomandibular joint 
Analysis of occlusal variables, dental attrition, and age for distin- 
guishing healthy controls from female patients with intracap- 
sular temporomandibular disorders (Seligman and Pullinger). 
2000;83:76-82 
Bleaching and temporomandibular disorder using a half tray 
design: a clinical report (Robinson and Haywood). 2000; 
83:501-3 
Clinical anatomy and palpability of the inferior lateral pterygoid 
muscle (Stratmann et al). 2000;83:548-54 
Ear symptomatology and occlusal factors: a clinical report 
(Candido dos Reis et al). 2000:83:21 -4 
Quantification and validation of predictive values of occlusal vari- 


JUNE 2000 


THE JOURNAL OF PROSTHETIC DENTISTRY 


ables in temporomandibular disorders using a multifactorial 
analysis (Pullinger and Seligman). 2000;83:66-75 
Tensile strength 
Comparative study of water sorption, solubility, and tensile bond 
strength of two soft lining materials (El-Hadary and Drum- 
mond). 2000;83:356-61 
Thermal cycling 
Microleakage of compomer Class V restorations: effect of load 
cycling, thermal cycling, and cavity shape differences 
(Hakimeh et al). 2000;83:194-203 
Tissue transplantation 
Soft tissue correction of a single-tooth pontic space: a compara- 
tive quantitative volume assessment (Studer et al). 2000;83: 
402-11 
Titanium 
Fit of titanium and a base metal alloy metal-ceramic crown (Oru¢ 
and Tulunoglu ). 2000;83:314-8 
Shear bond strengths of polymethyl methacrylate to cast titani- 
um and cobalt-chromium frameworks using five metal 
primers (Ohkubo et al). 2000;83:50-7 
Tomography, x-ray computed 
Locking acrylic resin dental stent for image-guided surgery (Fen 
lon et al). 2000;83:482-5 
Tongue habits 
Prevention of tongue biting with a removable cral device: a clin- 
ical report (Pigno and Funk). 2000;83:508-10 
Tooth abrasion 
Analysis of occlusal variables, dental attrition, and age for distin 
guishing healthy controls from female patients with intracap- 
sular temporomandibular disorders (Seligman and Pullinger). 
2000;83:76-82 
Removable occlusal overlay splint in the management of tooth 
wear: a clinical report (Sato et al). 2000;83:392-5 
Tooth wear treated with direct composite restorations at an 
increased vertical dimension: results at 30 months (Hem- 
mings et al). 2000;83:287-93 
Tooth bleaching 
Bleaching and temporomandibular disorder using a half tray 
design: a clinical report (Robinson and Haywood). 2000; 
83:501-3 
Tooth erosion 
Evaluation of dental erosion in patients with gastroesophageal 
reflux disease (Gregory-Head et al). 2000;83:675-80 
Tooth extraction 
Method to contour the intaglio surface of an immediate denture 
when using a chairside soft reline procedure after tooth 
extraction (Elton). 2000;83:690 
Tooth loss 
Evaluation of dental erosion in patients with gastroesophageal 
reflux disease (Gregory-Head et al). 2000;83:675-80 
Tooth wear; see Tooth abrasion 
Tracheostomy 
Fabrication of a custom silicone tracheostomal prosthesis (Ochi- 
ai et al). 2000;83:578-81 
Transplantation, homologous 
Autogenous and allogenous bone grafting techniques to maxi- 
mize esthetics: a clinical report (El-Askary and Pipco). 
2000;83:153-7 
Tray 
Bleaching and temporomandibular disorder using a half tray 
design: a clinical report (Robinson and Haywood). 2000;83: 
501-3 
Use of orthodontic expansion screw in fabricating section cus- 
tom trays ( Mirfazaelian). 2000;83:474-5 
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Treatment outcome 

Long-term clinical results of galvano-ceramic and glass-ceramic 
individual crowns (Erpenstein et al). 2000;83:530-4 

Relationship between the standards of removable partial denture 
construction, clinical acceptability, and patient satisfaction 
(Frank et al). 2000;83:521-7 

Treatment outcomes of fixed or removable implant-supported 
prostheses in the edentulous maxilla. Part I: patients’ assess- 
ments (Zitzmann and Marinello). 2000;83:424-33 

Treatment outcomes of fixed or removable implant-supported 
prostheses in the edentulous maxilla. Part II: clinical findings 
(Zitzmann and Marinello). 2000;83:434-42 

Tributes 

The Academy of Prosthodontics—founded in 1918. 2000;83:1- 
4 

The American Academy of Esthetic Dentistry—founded in 
1975. 2000;83:492-4 

American Academy of Fixed Prosthodontics—founded in 1952. 
2000;83:127-9 

American Academy of Maxillofacial Prosthetics—founded in 
1953. 2000;83:260-2 

American Academy of Restorative Dentistry—founded in 1921. 
2000;83:130-2 

American Equilibration Society—founded in 1955. 2000;83: 
263-5 

American Prosthodontic Society—founded in 1928. 2000;83:5- 
7 

The Association of Prosthodontists of Canada—founded in 
1973. 2000;83:489-91 

Canadian Academy of Restorative Dentistry and Prosthodon- 
tics—founded in 1993. 2000;83:379-80 

Carl O. Boucher Prosthodontic Conference—founded in 1966. 
2000;83:381-2 

European Prosthodontic Association—founded in 1977. 2000; 
83:597-8 

Florida Prosthodontic Association—founded in 1968. 2000; 
83:593-4 

Greater New York Academy of Prosthodontics—founded in 
1%54. 2000;83:133-6 

The Mexico City Prosthodontic Society—founded in 1975. 
2000;83:595-6 

Northeastern Gnathological Society—founded in 1967. 2000; 
83:383-5 

Pacific Coast Society of Prosthodontics. 2000;83:8-10 

Southeastern Academy of Prosthodontics—founded in 1952. 
2000;83:257-9 


Vv 
Vacuum former 
Fabrication of a radiographic and surgical stent for implants with 
a vacuum former (Ku and Shen). 2000;83:252-3 
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Validation 
Quantification and validation of predictive values of occlusal vari- 
ables in temporomandibular disorders using a multifactorial 
analysis (Pullinger and Seligman). 2000;83:66-75 
Validity; see Reproducibility of results 
Velopharyngeal insufficiency 
Speech-aid prostheses for neurogenic velopharyngeal incompe- 
tence (Shifman et al). 2000;83:99-106 
Veneers 
Clinical evaluation of resin-bonded gold alloy veneers (Chana et 
al). 2000;83:294-300 
Etched porcelain veneer restoration of a primary tooth: a clinical 
report (Aristidis). 2000;83:504-7 
Fracture load and mode of failure of ceramic veneers with differ- 
ent preparations (Castelnuovo et al). 2000;83:171-80 
Vertical dimension 
Dimensional accuracy of an epoxy resin die material using two 
setting methods (Paquette et al). 2000;83:301-5 
Evaluation of impression accuracy for osseointegrated implant 
supported superstructures (Herbst et al). 2000;83:555-61 
Evaluation of the dimensional changes and surface roughness of 
gold crowns cast with rapidly prepared phosphate-bonded 
investment: a pilot study (Blackman). 2000;83:187-93 
Procedure for reducing the vertical height of a hollow box inter- 
im obturator (Ziada and O’Donovan). 2000;83:589 
Removable occlusal overlay splint in the management of tooth 
wear: a clinical report ‘Sato et al). 2000;83:392-5 
Tooth wear treated with direct composite restorations at an 
increased vertical dimension: results at 30 months (Hem- 
mings et al). 2000;83:287-93 
Viscoelasticity 
Influence of dietary simulating solvents on the viscoelasticity of 
temporary soft lining materials (Jepson et al). 2000;83:25-31 


Water 
Comparative study of water sorption, solubility, and tensile bond 
strength of two soft lining materials (El-Hadary and Drum- 
mond). 2000;83:356-61 
Wear; see Tooth abrasion 
Women 
Analysis of occlusal variables, dental attrition, and age for distin- 
guishing healthy controls from female patients with intracap- 
sular temporomandibular disorders (Seligman and Pullinger). 
2000;83:76-82 


Z 
Zinc phosphate cement 
Effect of dentin desensitizers and cementing agents on retention 
of full crowns using standardized crown preparations (Yim et 
al). 2000;83:459-65 
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